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| SUBJECT: (uv) Selection of WS 1171 Guidance S:texe and/or 
oo Contractor 


TO: WOTI FROM: WDPLC DATE: 30 Oct 56 COSHH? 50.2 
Capt ThoMSon, 298;1222 | 


allowed. It is our understanding that the WS NTL developzont plan provides for 
the first flicnt in April 1959, and that present discussions are consider-n- a 
flight several months carlier than that set forth in the Csvelep=cnt mle. 


2. The wor thus far performed by the instrumentation Laboratory ct iI? on 
WS 117L bas sot in any way interfered with the work performed by MIP sn the 
Bellistic !Ussile Program, which is under the cognizance of this office. to 
strongly telieve that the . on Lat ⁊ 2 
to lta ath program and that there is no conflict of intercon in the 22°7 
anc Tallistic ivissile Procrea at MIT. : 


5. Use of the ac Ser Plug cuidance systens, with AC modificetions could © 
bo 2 serious prebles unless special care vere taken to avoid aay interfe-aence 
Wath WS 3254. dovever, use of the WS 315A systeas veins Produced by AC S:ar!: 
PLUS Bu. edification of these systeus by 22 Otezids source should not present 
aay nsurmountable probless. It is our unccrotencing that it is not nececssary 
(@. tis tiz2 to establish AC Svark Plug perticipation in the modification. if — 
Gay Ci Susic present Cuidance eguinrent to fulfill this 2otentlal rosuironent 
aor S12 235 LLL Drogrean. Furthermore, it would not be necessery that At te | 
K62cinsely informed of the specific requirezent for their present equip::2nt in 
“22 3i7L procran. = | 


4, GO tincre emotion tooling and industrial factiities are plencod to te 


3. If such a plan involving AC in the 117L progran is implemented, it is 
TeCe:..2aGed thst the ecditional equiprent required be added to the Ac Spark Plue 
| SSBerISt AFOV(6E5)-19 ang supplied as GFAE to Lockbsed under this contract. Under 
this a>rancemoat WorR would be required to budget money in Sufficient quantities 
se cover their requirements for AC Spark Plug guidance systems. | 
| EARL M. TT APSON 
 Cepicia, CSAP | 
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